SERVICE SPECIFICATIONS 


HEATER & AIR CONDITIONER 


03-59 


HEATER & AIR CONDITIONER 

SERVICE DATA 


Refrigerant charge volume 

Standard: 650 ± 50 g (22.93 ± 1.76 oz.) 

V(cooler compressor to crankshaft pulley) belt No.. 1 tension New belt: 

Used belt: 

160 to 180 Ibf 

115 to 135 Ibf 
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